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9005030120 NRG Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411)   90/05/09
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005160363 Ack receipt of 900504 Itr informing NRC of steps taken to correct violations
noted in Insp Repts 50-275/90-05 & 50-323/90-05.

RICHARDS.S.A. Region 5, Ofc of the Director. 90/05/09. SHIPPER J D Pacific Gas &
Electric Co. 1p. 53865:041-53865:045.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005210132 Informs that util response to NRC Bulletin 88-003, "Inadequate Latch En-
gagement in HFA Type Latch Relays Mfg by GE" acceptable,based on confirmation
that subj relays not in use in Class 1E applications at facility.
ROOD.H. Project Directorate V. 90/05/16. SHIFFER.J.D. Pacific Gas & Electric Co
3pp. 53865:336-53865:338.

9005220049 Forwards response to violations noted in Insp Repts 50-275/90-02 & 50-
323/90-02 re unauthorized individuals gaining access to vital areas & failure to protect
safeguards matl.Response withheld.

SHIFFER.J.D. Pacific Gas & Electric Co. 90/05/17. Document Control Branch (Docu-
ment Control Desk). 1p. 53879:334-53879:334.

9005230231 Informs that util response to NRC Bulletin 89-003, "Potential Loss of Re-
quired Shutdown Margin During Refueling Operations," satisfactory.
ROOD.H. Project Directorate V. 90/05/17. SHIFFER.J.D. Pacific Gas & Electric Co.
3pp. 53907:117-53907:119.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

Ft. Periodic operating reports & related correspondence

9005010133 "1989 Annual Nonradiological Environ Operating Rept for Diablo Canyon
Units 1 & 2." W/900424 Itr.
SHIFFER.J.D. Pacific Gas & Electric Co. 89/12/31. 10pp. 53619:299-53619:308.

9005020241 "Annual Radiological Environ Operating Rept, Diablo Canyon Power Plant
Units 1 & 2." W/900426 Itr.

ONG.A.,  SHIFFER.J.D. Pacific Gas & Electric Co. 89/12/31. 111pp. 53674:302-
53675:052.

9004270161 "Rept on Discharge at Diablo Canyon Power Plant During Month of Mar
1990." W/900420 Itr.

TOWNSEND.J.D. Pacific Gas & Electric Co. 90/03/31, LEONARD,W. California, State
of. 34pp. 53632:127-53632:160.

9005210258 Monthly operating repts for Apr 1990 for Diablo Cany on, Units 1 & 2.W/
900515 Itr.

JOYCE.T.C., BEDESEM.P., NOLAN.J. Pacific Gas & Electric Co. 90/04/30. 12pp.
53882:171-53882:182.

9005230079 "Rept on Discharge Monitoring at Diablo Canyon Power Plant During
Month of Apr 1990." W/900517 Itr.

TOWNSEND.J.D. Pacific Gas & Electric Co. 90/04/30. LEONARD,W. California, State
of. 35pp. 53892:260-53892:294.

S. Reportable occurrences, LERs & related correspondence

9005020035 PNO-V-90-Q20:on 900423,Region V informed by util of recent incidents in-
volving vandalism of two wooden power poles & one steel transmission tower.On
900422,util discovered that vandals had cut in half wooden power pole.Pole repaired.
SCHAEFER.D., MCQUEEN.A. Region 5, Ofc of the Director. 90/04/24. 2pp.
53679:280-53679:281.

9005090065 LER 84-043-00:on 840220,water found in containment spray piping resulted
in unanalyzed condition.Caused by failure to include operational constraint in plant
procedures.New surveillance test procedure issued.W/900502 Itr.
HUG.M.T., SHIFFER.J.D. Pacific Gas & Electric Co. 90/05/02. 12pp. 53754:023-
53754:034.

9005220105 LER 88-025-01 :on 880830,reactor trip occurred following trip of main feed-
water pump l-2.Caused by high pneumatic pressure trapped in manual regulator input
air line to main feedwater pump valve positioners.Procedures revised.W/900514 Itr.
GREBEL.T.L, SHIFFER.J.D. Pacific Gas & Electric Co. 90/05/14. 7pp, 53864:165-
53864:171.

9005290014 LER 83-037-00:on 900420,determined that portion of low temp overpres-
sure protection sys improperly separated due to design error.Caused by personnel
error.Design change implemented.W/900521 Itr,

HUG.M.T., SHIFFER.J.D.  Pacific Gas & Electric Co. 90/05/21. 8pp. 53943:094-
53943:101.

V. Operator Examinations

9005160345 Provides info re generic fundamentals exam section of operating licensing
written exam to be administered on 900606.list of lodging in immediate area & name
& phone number of regional contact encl.

KIRSCKD.F. Region 5, Ofc of the Director. 90/05/08. MARTIN,!. Pacific Gas & Elec-
tric Co. 3pp. 53834:318-53834:320.

DOCKET 50-277 PEACH BOTTOM ATOMIC POWER STATION, UNIT 2
F. Security, medical, emergency & fire protection plans

9004270233 Forwards public version of revised EPIPs.including App 1 to Rev 8 to ERP-
140.APP 4 to Rev 9 to ERP-140,App 5 to Rev 9 to EPR-140,App 6 to Rev 7 to ERP-
140,App 7 to Rev 10 to ERP-140 & Rev 5 to ERP-200.

HUNGER.G.A. Philadelphia Electric Co. 90/04/03. Document Control Branch (Docu-
ment Control Desk). 3pp. 53634:128-53634:202.

-9004270240 Public version of revised EPIPs.includiric App 1 to Rev 8 to ERP-140 App
4 to Rev 9 to ERP-140,App 5 to Rev 9 to ERP-140, App 5 to Rev 7 to ERP-140 App 7
to Rev 10 ERP-140 & Rev 5 to ERP-200.

*  Philadelphia Electric Co. 90/04/03. 72pp. 53634:131-53634:202.

9005030207     Forwards     public     version     of     revised     emergency     response
procedures.including Rev 11 to ERP-140,Rev 2 to ERP-315 & Rev 3 to ERP-316
HUNGER.G.A. Philadelphia Electric Co. 90/04/10. Document Control Branch (Docu-
ment Control Desk). 2pp. 53715:059-53715:136.

-9005030210 Public version of revised emergency response procedures, including Rev
11 to ERP-140,Rev 2 to ERP-315 & Rev 3 to ERP-316.

*  Philadelphia Electric Co. 90/04/10. 75pp. 53715:061-53715:136.

9004270224 Forwards Safety Insp Repts 50-277/90-07 & 50-278/90-07 on 900226-
0328.No violations noted.Concerns raised re recent elimination of applied health phys-
ics supervisor position & expansion of advanced radiation worker program.
BELLAMY.R.R. Region 1, Ofc of the Director. 90/04/18. MCNEILL,C.A. Philadelphia
Electric Co. 3pp. 53632:203-53632:214.

-9004270227 Insp Repts 50-277/90-07 & 50-278/90-07 on 900226-0328.NO violations
notedMajor areas inspected:radiological controls program onsite.
SHERBINI.S., 0'CONNELL.P., CHAWAGA.D. Region 1, Ofc of the Director. 90/04/17.
9pp. 53632:206-53632:214.

9004250306 Forwards SSFI Insp Repts 50-277/90-200 & 50-270/90-200 on 900205-16
& 0226-0302.Design basis info for emergency svc water sys not adequately controlled
& supported by detailed analyses or appropriate test verification.
VARGA.S.A. Division of Reactor Projects - l/ll (Post 870411). 90/04/20. SMITH.D.M.
Philadelphia Electric Co. 5pp. 53597:197-53597:235.

-9004260082 SSFI Insp Repts 50-277/90-200 & 50-278/90-200 on 900205-16 & 0226-
0302.Violations noted. Major areas inspected:operational readiness of emergency svc
water & HPCI sys.

KOLTAY.P.S., KONKLIN.J.E., LANNING.W.D. Special Inspection Branch. 90/04/20.
34pp. 53597:202-53597:235.

9005030055 Informs that Mod 2285 completed on Unit 3,but that Mod 2285 will not be

completed on Unit 2 during 8th refueling outage.
FRANZ.J. Philadelphia Electric Co. 90/r---------

90/04/27. Document Control Branch (Document
Control Desk). 1p. 53700:053-53700:053.

9005140177 Forwards Physical Security Insp Repts 50-277/90-08 & 50-278/90-08 on
900326-30 & notice of violation.

BELLAMY.R.R. Region 1, Ofc of the Director. 90/05/03. SMITH.D.M. Philadelphia
Electric Co. 3pp. 53830:066-53830:080.

-9005140180 Notice of violation from insp on 900326-30.Violation noted: on 900330,in-
spector determined that security personnel not being tested for glaucoma.

*  Region 1, Ofc of the Director. 90/05/03.1p. 53830:069-53830:069.

-9005140183 Physical Security Insp Repts 50-277/90-08 & 50-278/90-08 on 900326-
30.Violations noted.Major areas inspected:mgt support.security program plans &
audits,protected area physical barriers & detection & assessment aids.
DEXTER.T.W., DELLA RATTAA, KEIMIG.R.R. Region 1, Ofc of the Director. 90/05/
03. 11pp. 53830:070-53830:080.

9005230077 Forwards Insp Repts 50-277/90-06 & 50-278/90-06 on 900220-0402 &
notice of violation.Confirms that fourth violation re failure to properly monitor positions
of certain fire protection sys valves corrected.

BLOUGH.A.R. Region 1, Ofc of the Director. 90/05/15. SMITH.D.M. Philadelphia
Electric Co. 3pp. 53915:241-53915:282.

-9005230080 Notice of violation from insp on 900220-0402.ViolatJon noted:two maint
workers made two entries into Unit 2 torus room w/o complying w/special instruction
5 of radiation work permit.

*  Region 1, Ofc of the Director. 90/05/15. 2pp. 53915:244-53915:245.

-9005230082 Insp Repts 50-277/90-06 & 50-278/90-06 on 900220-0402. Violations
noted. Major   areas    inspectedoperational    safety,    radiation    protection,physical
security.control room activities,licensee events & surveillance testing.
DOERFLEIN.LT.  Region   1,  Ofc  of  the  Director.  90/05/15,   37pp.  53915:246-
53915:282.

H. General correspondence

9005080171 Advises that organizational changes made in advance of approval of Tech
Spec Change Request 88-06,Changes do not present unreviewed safety question.
HELWIG.D.R. Philadelphia Electric Co. 90/04/27. Document Control Branch (Docu-
ment Control Desk). 1p. 53770:360-53770:360.

I. Financial information

9005240041   Forwards  annual  financial   repts for  1989  for  Philadelphia Electric
Co,PSE&G,Atlantic Energy.lnc & Delmarva Power & Light Co.
HUNGER.G.A. Philadelphia Electric Co. 90/05/15. Document Control Branch (Docu-
ment Control Desk). 2pp. 53936:064-53936:313.

-9005240047 "Delmarva Power 1989 Annual Rept."
CURTIS.N. Delmarva Power & Light Co. 89/12/31. 50pp. 53936:066-53936:313.9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
